MARIE-CAROLINE-LOUISE, DAUGHTER  OF
FRANCOIS I AND   WIFE OF FERDI-
NAND IV, KING  OF NAPLES
AND THE TWO SICILIES

After a painting by Louis- Charles-Auguste Couder,
in the Gallery of Versailles